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Module 5-1

Lesson Topic 5-1-3

14.  Refer to figure 5-3, sheets 1, 2, and 3,

Airborne Search Radar Interconnecting Diagram.
Match the designators in column A to the appropri-
ate signals and voltages in column B,
Column A                                Column B

a. W13P2-T to W13P1-T.(1) -200 VDC.

b. W11P2 to W11P1.    (2) RF.

c. WIPl-f to WlP2^f.  (3) +28 VDC.

(4) TILT ERROR SIG (LO).

(5) VIDEO.

a.  (4)

b.  (5)

c.  (1)

15.  Refer to the 15A21 HIM interconnection and test
cable table.  Which cable is connected between

PS1J1 and A8J1?

a.   W20

b.   W19

c.   W18

d.   W14

b.

16.     Refer to  figure 5-3,   sheets 1,   2,   and 3,  Airborne

Search Radar Interconnecting Wiring Diagrams.    Match
the  designators  in  column A to  the appropriate
voltages   in  column B.

21ence designators in
